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CHIEF KENAHAN: Today is December 4th, 
2001. The time is 3:23 p.m. This is 
Battalion Chief Kenahan from Safety 
Battalion from the New York City Fire 
Department. I'm conducting an interview 
with Edward Sheehey, fireman first grade of 
Engine 91. There is no one else present. 
Q. Okay. Start your -- 
A. We responded after the second tower was 
hit by the aircraft, through voice alarm. I 
guess it took us approximately, on the fifth 
alarm, between five and ten minutes to get down 
there. 
We got off the rig on West Street and 
Vesey, parked the rig. We noticed numerous 
jumpers coming down. There were firemen across 
the street that called us over to the command 
post. We went to the command post. We were 
standing fast at the command post with other 
companies, waiting for an assignment. 
We were there approximately maybe ten 
minutes before we received an assignment to go 
into the south tower subbasement. We were on our 


way in with an engineer, and he told us that if 
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there was smoke in the building that he wasn't 
able to go. He had no mask, and he didn't have 
all the keys to the doors. 

So a battalion chief, which I do not 
know who he is, stopped us and told us he was 
going to get us more men, and we sent the 
chauffeur back to the rig for tools, forcible 
entry tools. Within one or two minutes standing 
there waiting for him to come back, the south 
tower started to collapse, and we -- 

Q. Where exactly were you when the south 
tower collapsed? 

A. We were proceeding across West Street. 
We were probably maybe 25 yards from the command 
post. 

Q. South of the command post? 

A. Straight across from it, going in 
towards the south tower. We were probably just 
at West Street, just at the street. Then the 
south tower -- we heard an explosion, looked up, 
and the building started to collapse. 

We dropped all our tools and gear, and 
we turned around. There was a parking garage to 


the right of the command post, so we ran down 
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into the parking garage. After being in the 
garage about five minutes, we got out through a 
stairwell in the rear out into a rear courtyard. 

At that time we started looking for 
rest of the members of the company. We found one 
other member, Joe Meola. We then proceeded to 
look for the lieutenant and the two other 
members. I guess we made our way around back to 
the front after about five or ten minutes looking 
for them. It seemed like five or ten minutes. 

We found Tim Hoppey. 

That's when the north tower started to 
collapse. At that time we ran down Vesey Street 
towards the water and then north through a 
construction site and basically started looking 
for the rest of the guys that we were with. 

About an hour and a half later we found 
our lieutenant, Lieutenant Casey. We just stood 
fast with him for the rest of the day. About an 
hour after that we found our chauffeur. We found 
out he was in the hospital. 

Q. Did you hear any emergency 
transmissions on the handy talky? Did you have a 


handy talky? 
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A. No, I didn't have a handy talky. 

Q. Did you hear anything being next to 
anybody? 

A. I heard maydays. As we were at the 
command post, we heard maydays. I couldn't make 
out what they were for. 

Q. Was this before the collapse or after? 

A. Before the collapse. Then after the 
collapse I heard -- we looked for someone with a 
radio, and we found a captain from another engine 
company. I couldn't tell you what company he was 
from. He was looking for the rest of his men, 
and he had a handy talky. He said if he heard 
them calling for us he would let us know. I 
heard a couple of maydays on his handy talky but 
couldn't make out who was giving them or where 
they were. 

Q. Anything else you want to add? 

A. No, nothing I can remember. That's 
what we did pretty much. That was basically our 
whole involvement in the collapse. 

Q. Okay. Thanks for your help. 

MR. KENAHAN: The time now is 3:28, and 


this concludes the interview. 


